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" EXACT DATA   ON   THE   RUNNING   OF STEAM BOILER
PLANTS."
The figures in, the column headed " A " are an average
for 100 typical colliery boiler plants in Great Britain,
whilst the figures in the column headed " B " are an average
for 250 typical steam boiler plants, representing 27 different
industries in Great Britain.
"A."                    " B."
Type of boiler        . 87-7% Lancashire . 93-5% Lancashire.
Size of boiler         . 8' 6" dia. x30 ft.       8' 0" dia. x30 ft.
long.                        long.
Fuel     .         .         . Coal     .        .        . Coal.
Calorific Value       . 10,600 B.T.U. p. Ib. 11,822 B.T.U. p. Ib.
Coal    burned    per
boiler p. hr.        . 721-5 Ibs.      .        . 798-8 Ibs.
Water    evaporated
perboilerp.hr.  . 393-1 Ibs.      .         . 524-3 Ibs.
Water    evaporated
per Ib.of coalfrom
and at 212 degs.
Fah.           .        . 6-07 Ibs.         .         . 746 Ibs.
Duration of test     . 9-68 hrs.        .         . 9-43 hrs.
Steam pressure      . 86 Ibs. p. sq. in.      .89 lb$. p. sq. in.
Thermal    efficiency
of boilers .        . 55-02 %         .         . 56-71%.
It is at once apparent from these figures, that notwith-
standing the claims often made with respect to the
efficiency of coal-fired boilers, there is considerable room
for improvement; and in this connection it might be
mentioned that a coal-fired marine boiler rarely evaporates